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19 July 1978 


MEMORANDUM FOR: Legislative Counsel 


cting Ler; Security Center 


SUBJECT: Survey Result, Senate Appropriations 
Committee, Room 1245, Dirksen Senate 
Office Building 


REFERENCE: Your Memorandum, dtd 5 May 1978, to C/SSC 
Requesting Survey 


1. Pursuant to your referent, the Physical Security 
Division, Office of Security, was requested to conduct a 
physical survey of the Subject area regarding its suitableness 
for the storage of SCI material. 


2. The room was found to be unacceptable for accreditation 
at this time due to its lack of alarms, cleared personnel, 
access control and general physical construction. 


3. Please reemphasize to Mr. Fellembaum that under no 
circumstance is SCI material to be stored overnight outside. 
room G-308. 
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ROUTING AND RECORD SHEET 


_ SUBJECT: (Optionsl) © Survey Result, Senate Appropriations Committee, Room 1245 
Dirksen Senate Office Building 


oe 


C gz ré 
Special Security Center 


TO: (Officer designation, room number, and | are | 
} building) ‘OFFICER'S. COMMENTS (Number each comment to show from whom 


INITIALS to whom. . Draw a line across column after each comment.) 
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